
CM Restoration SewiceS, a division of Contract AppCicators, Inc., is a 
company designed to IkeCp tike OuiCding owners, property managers, construction 
managers, and design consultants get tike most out of their facilities. We offer unique 
and specialized services targeted towards renovation and reconstruction (i.e.: 
restoration and specialized maintenance of manufacturing pdauts, warehousing 
GuiCdings, office, and industrial 6uiCdings)> 

CAJis an Cco-friendtiy Construction and Consulting Services Company to t#e 
Building Restoration and Construction Jndnstries. CAJ caters to t#e concerned 
0m tiding owner / manager. 




Buiiding Restoration Services 



> CAJ is an Gco-friendCy Construction and Consulting Services 
Company to tfie BuiCding Restoration and Construction 
Industries- CAJ caters to tfre concerned GuiCding owner / 
manager. 

> Over tike years CAJ Has Geen confronted witfi and soCved 
many tecfknicaC construction issues & cfiaCCenges with* JC: 
BuiCding CnveCope Systems,_Masonry &. Concrete Worty, 
Structural BuiCding Wor%, foundations issues, 
MecfianicaC/GCectricaC and Site Wor% reCated issues. 



> CAJ is a generaC contractor CQC) wfiicfi (kas an extensive 
tecfinicaC Gacfyground in specialized trades. We Rave direct 
responsibility witfi Hands on experience in tfie specialized 
trades & Project Management. We can fieCp you in soCving 
tke most difficult tecfrnicaC proOCems. 



IrMtas Aiedieai Center Roof ReAadMitatioh/ Restoration 

Project, e$lza6et&. NJ 



The MedicaC Center project scope of wor^ consisted of 
rehaGiCitating & restoring tike roof system & tike 
exterior of tike eCevator penthouse.! he Nor tit Tower 
GuiCding is approximately 133,000 Sf and /20+ feet 
taCC.The HospitaC SuiCding sits it* north side of tike 
campus in GCizaGeth New Jersey for ad most 60 years. 





HospitaC environment, Roof C calls Had to Ge 
minimized during construction, especiaCCy to 
tike patient areas- A cut and repCace mettkod 
of tike odd roof areas making eacik worl\ 
section watertight with a temporary seaC 6y 
end of each wor({ shift on a daiCy Oasis 
wouCd Ge required to maintain water 
tightness during construction. 




CAJ Restoration Services Contact Information 



CM Restoration Services 

a Div. of Contract Applicators 3hc. 
PO Box 37h 

BcttieCey Heights, New Jersey 07922 

Sfiop /Warehouse 

3651 SoM Canton Ave 

SoM PCamfieCd, New Jersey 07080 



7eC: (908) 289.7000 or (908) 322-7220 
fax: (908) 322 7122 

C-fHaiC: tecfiihfo1(Q).cairestoratioh.coiH 
WeOsite: www.cairestoratioh.cotH 




